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Subject Index 


Term Month/Page 


Abdominal wall defects 

congenital Sep,21 
Angiodysplasia 

of gastrointestinal tract Nov, 13 
Angiography 

digital subtraction Oct,27 
Angioplasty 

percutaneous transluminal Aug,17 
Arthritis, rheumatoid 

assessing clinical activity Jul,22 


Back pain 
Oct,45 
Bleeding, obscure 
gastrointestinal tract Jul,57 
Breast cancer Dec,56 


Cancer detection 

gynecologic and urologic Jul,66 
Cancer management 

breast Dec,56 
Cardiac death, sudden Dec,82: 
Cesarean section 

indications for Sep,45 
Chlamydial infections Aug,34 
Congenital 

abdominal wall defects Sep,21 

hydrocephalus 
Congestive heart failure 

use of vasodilators Aug,46 
COPD patient 

sexual counseling Nov,47 
Counseling, sexual 

COPD patient Nov,47 
Cytology, urine Oct,21 


Dermatology, clinical 

problem-oriented approach to Aug,73 
Diabetes, management Oct,55 
Diabetic 

pregnant Aug,58 
Digital subtraction angiography Oct,27 
Drowning Nov,58 
Drug monitoring 

in long-term care Sep,31 
Dysphagia 

in rhematologic diseases Jul,57 


Electrolyte abnormalities 

in newborn Aug,80 
Elevated sedimentation rates Jul,37 
Extraintestinal manifestations 

gastrointestinal disease Dec,41 


Fibromyalgia, primary Nov,19 
Fibrositis Nov,19 


Gastrointestinal disease 
extraintestinal manifestations 


Term 


Month/Page 





Gastrointestinal tract 
angiodysplasia 

Gynecologic cancer 
detection 


Heart failure, congestive 
use of vasodilators 

Hydrocephalus, congenital 

Hypoglycemic patient 


Infections 
chlamydial 
maternal 
prosthetic joints 


Inflammatory diseases, chronic 
elevated sedimentation rates 


Joints, prosthetic 
infections 


Long-term care 
drug monitoring 


Malignancy, metastatic 

elevated sedimentation rates 
Maternal infections 

pediatric management strategies 
Myopathies 


Neck pain 

acute 
Neurosis, traumatic 
Newborn 

electrolyte abnormalities 
Nodule 

pulmonary 


Pain 
acute neck and back 
Pediatric management strategies 
in maternal infections 
Percutaneous transluminal 
angioplasty 
Pregnancy 
diabetic 
Problem-oriented approach 
to clinical dermatology 
Prosthetic joints 
infections 
Pulmonary nodule 


Rheumatoid arthritis 
assessing clinical activity 

Rheumatologic diseases 
dysphagia 


Sedimentation rates, elevated 
Sexual counseling 
COPD patient 


Skin infections 


Nov,13 
Jul,66 
Aug,46 


Sep,57 
Sep,64 


Aug,34 
Dec,69 
Dec,51 
Jul,45 


Jul,37 


Dec,51 


Sep,31 


Jul,37 
Dec,69 
Nov,43 
Oct,45 
Nov,53 
Aug,80 


Dec,33 


Oct,45 
Dec,69 
Aug,17 
Aug,58 
Aug,73 
Dec,51 
Dec,33 
Jul,22 
Jul,57 
Jul,37 


Nov,47 
Jul,45 
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Abdominal wall defects 

congenital Sep,21 
Angiodysplasia 

of gastrointestinal tract Nov, 13 
Angiography 

digital subtraction Oct,27 
Angioplasty 

percutaneous transluminal Aug,17 
Arthritis, rheumatoid 

assessing clinical activity Jul,22 


Back pain 
Oct,45 
Bleeding, obscure 
gastrointestinal tract Jul,57 
Breast cancer Dec,56 


Cancer detection 

gynecologic and urologic Jul,66 
Cancer management 

breast Dec,56 
Cardiac death, sudden Dec,82: 
Cesarean section 

indications for Sep,45 
Chlamydial infections Aug,34 
Congenital 

abdominal wall defects Sep,21 

hydrocephalus 
Congestive heart failure 

use of vasodilators Aug,46 
COPD patient 

sexual counseling Nov,47 
Counseling, sexual 

COPD patient Nov,47 
Cytology, urine Oct,21 


Dermatology, clinical 

problem-oriented approach to Aug,73 
Diabetes, management Oct,55 
Diabetic 

pregnant Aug,58 
Digital subtraction angiography Oct,27 
Drowning Nov,58 
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in long-term care Sep,31 
Dysphagia 

in rhematologic diseases Jul,57 


Electrolyte abnormalities 

in newborn Aug,80 
Elevated sedimentation rates Jul,37 
Extraintestinal manifestations 
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Fibromyalgia, primary Nov,19 
Fibrositis Nov,19 


Gastrointestinal disease 
extraintestinal manifestations 


Term 
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Gastrointestinal tract 
angiodysplasia 

Gynecologic cancer 
detection 


Heart failure, congestive 
use of vasodilators 

Hydrocephalus, congenital 

Hypoglycemic patient 


Infections 
chlamydial 
maternal 
prosthetic joints 


Inflammatory diseases, chronic 
elevated sedimentation rates 


Joints, prosthetic 
infections 


Long-term care 
drug monitoring 


Malignancy, metastatic 

elevated sedimentation rates 
Maternal infections 

pediatric management strategies 
Myopathies 


Neck pain 

acute 
Neurosis, traumatic 
Newborn 

electrolyte abnormalities 
Nodule 

pulmonary 


Pain 
acute neck and back 
Pediatric management strategies 
in maternal infections 
Percutaneous transluminal 
angioplasty 
Pregnancy 
diabetic 
Problem-oriented approach 
to clinical dermatology 
Prosthetic joints 
infections 
Pulmonary nodule 


Rheumatoid arthritis 
assessing clinical activity 

Rheumatologic diseases 
dysphagia 


Sedimentation rates, elevated 
Sexual counseling 
COPD patient 


Skin infections 


Nov,13 
Jul,66 
Aug,46 


Sep,57 
Sep,64 


Aug,34 
Dec,69 
Dec,51 
Jul,45 


Jul,37 


Dec,51 


Sep,31 


Jul,37 
Dec,69 
Nov,43 
Oct,45 
Nov,53 
Aug,80 


Dec,33 


Oct,45 
Dec,69 
Aug,17 
Aug,58 
Aug,73 
Dec,51 
Dec,33 
Jul,22 
Jul,57 
Jul,37 


Nov,47 
Jul,45 
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Dec,82 





Sudden cardiac death 


Team approach 
drug monitoring in 
long-term care 

Three Mile Island 

Traumatic neurosis 


Dec,18 
Nov,53 
Urine cytology Oct,21 
Urologic cancer 

detection 


Vasodilators 
in congestive heart failure 
Author Index 


Author: Title Month/Page 





Bachus BF: Solitary Pulmonary Nod- 
Becker LE, see Tschen E 


Comp RA: Drowning and Near- 
Drowning (CME) 

Crawford MH: The Use of Vasodila- 
tors in the Treatment of Congestive 
Heart Failure 

Crowe JK, see Levy JM 


Nov,58 


Aug,46 


Day E, see Oviedo MA 

DeMuth WE: A Perspective on Three 
Mile Island 

Dworsky M: Pediatric Management 
Strategies in Seven Maternal Infec- 
E n esse ee Dec,69 


Dec,18 


Fahy BF, see Comp RA 

Foster RS: New Approaches to Breast 
Cancer Management: I. Manage- 
ment of Local and Regional Disease 
(CME) Dec,56 


Grauer K: Sudden Cardiac Death Dec,82 
Hall BD: Congenital-Hydrocephalus: 
Etiologies and Genetic Implications 
(CME) 
Harris BA Jr: Indications for Cesar- 
ean Section 
Hessel SJ, see Levy JM 


Ingman SR: Team Approach to Drug 
Monitoring in Long-Term Care 


Jablecki C: Acute Neck and 
Back Pain 

Jablecki C: Myopathies 

Jorgenson RJ: Congenital Abdominal 
Wall Defects 


Katzenstein DA: Clamydial Infections 
Kaye MD: Extraintestinal Manifesta- 
tions of Gastrointestinal Disease 


Aug,34 


Dec,41 


Author:Title Month/Page 





Kravetz HM: The Family Physician’s 
Role in Sexual Counseling of the 
COPD Patient 


Leslie GT: Electrolyte Abnormalities 
in the Newborn (CME) 

Levy JM: Digital Subtraction Angiog- 
raphy 


Masi AT: Primary Fibromyalgia (Fi- 
brositis): A Commonly Unrecog- 
nized Rheumatic Disorder 

McFarland KF: The Pregnant Dia- 


Miller KL, see DeMuth WE 


Nadji M: Urine Cytology 
Nykamp PW, see Levy JM 


Overstreet DC: Elevated Sedimenta- 
tion Rates: A Clue to Chronic In- 
flammatory Disease and Metastatic 
Malignancy 

Oviedo MA: Gynecologic and Uro- 
logic Cancer Detection (CME) 


Pesanti EL: Infections of Prosthetic 
Joints 

Philips JB, see Dworsky M 

Pinals RS: Assessing Clinical Activity 
of Rheumatoid Arthritis 


Salinas CF, see Jorgenson RJ 

Sams WM: A Problem-Oriented Ap- 
proach to Clinical Dermatology 
(CME) 

Shuman CR: Management of Diabe- 
tes Today (CME) 

Spiegel RM, see Levy JM 

Stegman CjJ, see Levy JM 


Tschen E: Skin Infections ................... Jul,45 


Vawter MH: Percutaneous Translu- 
minal Angioplasty—An Overview .. Aug,17 
Weaver G: Angiodysplasia of the Gas- 
trointestinal Tract: A Common 
Cause of Obscure Bleeding 
Wilson DA: Dysphagia in Rheumato- 
logic Diseases (CME) 


Young CW: Evaluation and Manage- 
ment of the Hypoglycemic Patient 
(CME) 

Yunus M, see Masi AT 


Zusman J: Traumatic Neurosis 
Nov,53 


Editorial Index 


Did I Really Have a Cancer? ............... Jul, 15 
The Clinician as Student 
The Disabled Physician 
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INDEX continued from page 101 

The Movie “E.T.,” Resuscitation, and 
Resurrection 

Colospasm as the Great Imitator 

Three Mile Island: A History Lesson . 


Oct, 13 
Nov, 11 


Dec, 15 
Index of PriCare Categories 


PriCare No. Author Month/Page 


I. Infective 8e Parasitic Diseases 
011 Dworsky 
052 Dworsky 
053 Dworsky 
054 Dworsky 
070 Dworsky 
090 Dworsky 
098 Dworsky 
0994 Katzenstein 
136 Katzenstein 
Dworsky 


Dec,69 
Dec,69 
Dec,69 
Dec,69 
Dec,69 
Dec,69 
Dec,69 
Aug,34 
Aug,34 
Dec,69 


II. Neoplasms 
151 Kaye 
162 Bachus Dec,33 
174 Foster Dec,56 
180 Oviedo Jul,66 
188 Oviedo Jul,66 
Nadji Oct,21 
199 Overstreet Jul,37 
239 Bachus Dec,33 
279 Young Sep,64 


Dec,41 


. Endocrine, Nutritional, & Metabolic Diseases 
250 McFarland 
Shuman 
251 Leslie 
260 Kaye 
279 Leslie 


Aug,58 
Oct,55 
Aug,80 
Dec,41 
Aug,80 


V. Mental Disorders 


3001 
3009 
3056 


Zusman 
Zusman 
Kravetz 


Nov,53 
Nov,53 
Nov,47 


VI. Diseases of the Nervous System & Sense 
Organs 


355 Jablecki Nov,43 


VII. Diseases of the Circulatory System 

Oct,27 
Dec,82 
Nov,13 
Aug,17 
Aug,46 
Dec,82 
Dec,82 


(none) Levy 

412 Grauer 
415 Weaver 
424 Vawter 
4270 Crawford 
4275 Grauer 
4277 Grauer 
429 Grauer Dec,82 
4589 Weaver Nov,13 
459 Overstreet Jul,37 


VIII. Diseases of the Respiratory System 
492 Kravetz Nov,47 


PriCare No. Author Month/Page 


IX. Diseases of the Digestive System 
0091 Kaye 

563 Kaye 

5692 Weaver 

7845 Weaver 


Dec,41 
Dec,41 
Nov, 13 
Nov, 13 


XI. Pregnancy, Childbirth, & Puerperium 


648 McFarland 
649 Leslie 
661 Harris 


Aug,58 
Aug,80 
Sep,45 


XII. Diseases of the Skin & Subcutaneous Tissue 
(none) Sams 
680 Pesanti Dec,51 
709 Tschen Jul,45 

Kaye Dec,41 


Aug,73 


XIII. Diseases of the Musculoskeletal System & 
Connective Tissue 


(none) Wilson 
714 Pinals 

Overstreet 
723 Jablecki 
7242 Jablecki 
728 Masi 


Jul,57 
Jul,22 
Jul,37 
Oct,45 
Oct,45 
Nov, 19 


XIV. Congenital Anomalies 


758 Hall Sep,57 
XV. Certain Conditions Originating in the Perina- 
tal Period 


778 Leslie 
Jorgenson 
Dworsky 


Aug,80 
Sep,21 
Dec,69 


XVI. Symptoms, Signs, & Ill-Defined Condition 


Oct,27 
Oct,45 


(none) Levy 
Jablecki 
7887 Bachus Dec,33 
7889 Wilson Jul,57 
Leslie Aug,80 
DeMuth Dec, 18 
7900 Overstreet Jul,37 


XVII. Accidents, Injury, Poisonings, Violence 


(none) Ingman Sep,31 
850 Zusman Nov,53 
950 Zusman Nov,53 
994 Comp Nov,58 
DeMuth Dec,18 


XVIII. Supplementary Classifications 
Dec,82 


Y]! Grauer 
Yl DeMuth Dec,18 
Dec,51 
Y71 DeMuth Dec,18 
Tir DeMuth Dec,18 


Pesanti 
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